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Message Text 


LIMITED OFFICIAL USE 

PAGE 01 KUWAIT 04287 050622Z 

21 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-06 DRC-01 RSC-01 /018W 

011340 

R 050437Z OCT 74 
FM AMEMBASSY KUWAIT 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1 122 
AMEMBASSY BEIRUT 


LIMITED OFFICIAL USE KUWAIT 4287 

FROM EMBASSY DOHA 

EO 11652: NA 
TAGS: BEXP QA US 

SUB J : QATAR 600 MW POWER FACILITY 

REF: A) STATE 210452; B) KUWAIT 4152; C) KUWAIT 3925 

1. BID DEADLINE FOR PROJECT WAS 28 SEPT. WE INFORMED THAT 
BIDS FROM IECO AND BLACK AND VEATCH WERE RECEIVED IN TIME. 
ACCORDING TO INDUSTRIAL DEVELOPMENT TECHNICAL CENTER, BIDS 
HAVE BEEN GIVEN TO AMIR WHO WILL CHOOSE SEVERAL OF THE BEST 
QUALIFIED FIRMS FOR FURTHER CONSIDERATION. IF EITHER OR BOTH 
US FIRMS ARE SELECTED. THEY WILL BE REQUIRED TO SUBMIT FIXED 
COST QUOTATION IN PLACE OF COST PLUS FEE BID. 

2. IDTC DECLINED TO NAME OTHER FIRMS BIDDING ON PROJECT BUT 
NOTED THAT "SEVERAL BRITISH FIRMS" HAD SUBMITTED BIDS. WE WILL 
ADVISE ON FURTHER DEVELOPMENTS. 
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LIMITED OFFICIAL USE 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CollinPO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KUWAIT04287 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740282-0739 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741069/aaaacgya.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: A) STATE 210452: B) KUWAIT 4152; C), KUWAIT 3925 

Review Action: RELEASED, APPROVED 

Review Authority: CollinPO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 21 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 AUG 2002 by WorrelSW>; APPROVED <1 1 MAR 2003 by CollinP0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: QATAR 600 MW POWER FACILITY 
TAGS: BEXP, QA, US 
To: COM 
Type: TE 
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